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FIGURE 7.1 Amplitude response curves for the short-,
intermediate-, and long-period channels recorded on the
digital WWSSN (DWWSSN).  The intermediate-period channels
will be set to a very low sensitivity in order to record
large body-wave signals without overdriving the recorder.

1.  The sampling of the short-period data should be
carried out at 50 samples per second.

2.  The long-period response curve should be broadened,
and the maximum response should occur between 30 and 40 sec.

3.  A strong-motion response, flat to acceleration (simi-
lar to the SMA-1 response), should be available from the
system.